
DASHBOARD REPORT 

EOC Server 
1/15/2019 8:10 AM 


TOTAL READ COUNT (1/15/2019 8:10:13 AM UTC-05:00): 99,814 


READS PER MINUTE (1/15/2019 8:10:13 AM UTC-05:00): 0 

READ COUNT FOR YESTERDAY AND TODAY (1/15/2019 8:10:13 AM UTC-05:00): 266 


Server Date 

Reads 

1/14/2019 

231 

1/15/2019 

35 






Op9F*tiww Cflirfm- 


READ COUNTS PAST 24 HOURS (1/15/2019 8:10:13 AM UTC-05:00): 251 


Reader 

Reads 

Type 

Last Read 

Last Insert 

Last Image Insert 

Domain 

D-934 

29 

Car 

1/15/2019 8:09:37 AM 

1/15/2019 8:09:38 AM 

1/15/2019 8:09:38 AM 

D9 

UTC-05:00 

UTC-05:00 

UTC-05:00 

E-931 

32 

Car 

1/14/2019 10:17:06 

1/14/2019 10:17:08 

1/14/2019 10:17:08 

E9 

AM UTC-05:00 

AM UTC-05:00 

AM UTC-05:00 

G-934 

190 

Car 

1/15/2019 2:32:39 AM 
UTC-05:00 

1/15/2019 2:32:40 AM 
UTC-05:00 

1/15/2019 2:32:40 AM 
UTC-05:00 

G9 










ALARM COUNTS PAST 24 HRS (1/15/2019 8:10:13 AM UTC-05:00): 3 


Reader 

Alarms 

Type 

Last Alarm 

Domain 

E-931 

1 

Car 

1/14/2019 10:16:57 AM UTC- 
05:00 

E9 

G-934 

2 

Car 

1/15/2019 12:01:34 AM UTC- 
05:00 

G9 








Op9F*tiww Cflirfm- 


READERS THAT FAILED TO REPORT TO DB IN PAST HOUR (1/15/2019 8:10:13 AM UTC-05:00): 9 


Reader 

Domain 

A-935 

A9 

B-934 

B9 

B-938 

B9 

C-934 

C9 

E-931 

E9 

F-935 

F9 

G-934 

G9 

G-961 

G9 

H-939 

H9 





LIST STATUS (1/15/2019 8:10:13 AM UTC-05:00): 3 


List Name 

Status 

Last Update 

Last Run 

Outcome 

Next Run 

Domain 

ISS Safety Score 

Idle 

1/15/2019 3:10:07 AM 
UTC-05:00 

1/15/2019 3:10:11 AM 
UTC-05:00 

Succeeded 

1/16/2019 3:10:00 AM 
UTC-05:00 

Local Hotlists 

PRISM 

Idle 

1/15/2019 7:00:00 AM 
UTC-05:00 

1/15/2019 7:00:04 AM 
UTC-05:00 

Succeeded 

1/16/2019 7:00:00 AM 
UTC-05:00 

Local Hotlists 

NCIC 

Idle 

1/15/2019 7:30:10 AM 
UTC-05:00 

1/15/2019 7:30:15 AM 
UTC-05:00 

Succeeded 

1/16/2019 7:30:00 AM 
UTC-05:00 

NCIC Hotlist 










Op9F*tiww Cflirfm" 



GPS STATUS REPORT PAST 2 WEEKS (1/15/2019 8:10:13 AM UTC-05:00): 2,656 BAD GPS... coordinates (0.0, 0.0) 


Reader 

Reads 

Bad GPS 

Bad GPS % 

Type 

Domain 

A-935 

1266 

0 

0.0 % 

Car 

A9 

B-938 

1569 

8 

0.5 % 

Car 

B9 

C-934 

34 

0 

0.0 % 

Car 

C9 

D-934 

179 

1 

0.6 % 

Car 

D9 

E-931 

1076 

0 

0.0 % 

Car 

E9 

F-935 

1808 

149 

8.2 % 

Car 

F9 

G-934 

1966 

1319 

67.1 % 

Car 

G9 

H-939 

1179 

1179 

100.0% 

Car 

H9 









TIME DIFFERENCE REPORT (1/15/2019 8:10:13 AM UTC-05:00) 


Reader 

Difference 

Type 

Domain 

A-935 

0.00:00:00 

Car 

A9 

B-934 

0.00:00:00 

Car 

B9 

B-938 

0.00:00:00 

Car 

B9 

D-934 

0.00:00:00 

Car 

D9 

E-931 

0.00:00:00 

Car 

E9 







